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prevalent in dairy herds ? Compare these old buildings with the modern
cowsheds illustrated in Figs. 7 and 8, and the difference in conditions will be
readily appreciated.

The reason for the existence at the present time of such buildings may be
ascribed to neglect of the proper use of the advice and control which could
and should have been applied under the powers provided by the various
Milk and Dairies Orders now superseded. These powers were provided for
definite use, and although perhaps certainly not so adequate as might have

been desired, they were nevertheless sufficient to effect an improvement. Such
buildings should be taken in hand and either reconstructed, or, if this is
impossible or undesirable, demolished, and new buildings erected in their
place. The employment of the new standard farm buildings, produced
under the auspices of the Ministry of Agriculture and Fisheries, should not
be overlooked and further consideration is given to these on p. 161. In
either case, expense or outlay is unavoidable, and, if the necessary funds
are not otherwise available, loans to producers, granted by the State at a
low rate of interest, might meet the case. The Hill Farming Act, 1946,